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DEPARTMENT OF THE AIR FORCE 
headquarters united states air force 

WASHINGTON 25. D.C. 


REPLY TO 

USAF Declass/Release Instructions On 

SUBJECT: 


0SA-1898-64 

#1260 

File* 

REPLY TO: 



Auditor General Representative (APL) 
P. 0. Box 8155 
S. W. Station 
Washington, D. C. 

23 April 1964 ^ 


SUBJECT: Report on Negotiated CPFF Overhead Rates 
The Perk in -Elmer Corporation 
Norwalk, Connecticut 

TO : Contracting Officer 


. + Ba ^ d upon negotiations held 8 April 1 9 64 at the contractor's 
plant, the final overhead rates negotiated for the fiscal year 
ended 31 July 1962 were: 


Based on Direct Labor Hours : 

Engineering $4.12 per hour 

Manufacturing 4.05 per hour 

Quality Control 2.36 per hour 

Based on total Manufacturing Costs : 


G&A 



Expense 


1 9.6$ 




W. F . Edwards 

Auditor General Representative (APL) 
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